K 242 HD 

HIGH DEFINITION HEADPHONES 



HIGHLIGHTS 


AROUND-EAR, SEMI-OPEN 
□ ES に N 

SELF-AD」USTING HEADBAND 
COMFORTABLY CONFORMS TO 
YOUR HEAD 

GIMBAL-SUSPENDED HEAD¬ 
PHONES SETTLE AGAINST 
EARS WITH-OUT PINCHING 

ULTRA-SOFT VELVET EAR PADS 

HIGH-EFFICIENCY OUTPUT 
WITH WIDE DYNAMIC RANGE; 
PERFECT FOR MOBILE 
ENVIRONMENTS 

SINGLE-SIDED, 99.9970 OXYGEN- 
FREE CABLE FOR PURE SOUND 
TRANSMISSION 

HARD GOLD-PLATED CONTACTS 
AND PLUG WITH 3 . 己 - 目 . 3 MM 
ADAPTER 


NEW ITERATION OF A STUDIO CLASSIC. 

Music professionals revere AKG's award-winning K S40 Studio head¬ 
phones for their outstanding performance and exceptional comfort - 
the ideal choice for any application demanding totally uncolored sound. 
K 242 HD semi-open headphones continue the tradition, with a super¬ 
comfortable lightweight design and extra-large speakers with Vari- 
motion diaphragms for high sensitivity, wide dynamic range and high 
sound-pressure levels. K HD headphones are everything that 
1,500 technology patents and 己 0 years of feedback from the world's 
leading performing and recording artists can make them. 


KEY SPECIFICATIONS 

System ： 

Design ： 

Color ： 

Frequency range ： 

Input impedance ： 

Net weight (without cable )： S4C]g 
Max. input power ： 200 mW 


Dynamic 

Semi-open headphones 
Mocca/Sand 
1 己 Hz to 巧 kHz 
己己 Ohms 
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Features, specifications and appearance are subject to change without notice. 


